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SUBJECT: JAPANESE NUCLEAR POWER PLANT STATUS 

1. JAPCO TSURUGA PLANT RESUMED OPERATION OCTOBER 13 AFTER 
REPAIR OF CRACKED ECCS CORE SPRAY PIPE. 

2. TEPCO SECOND FUKUSHIMA PLANT TO RESUME OPERATION DECEMBER 
AFTER PLUGGING COOLANT HOLES OF BOTTOM CORE PLATE. 

3. TEPCO THIRD FUKUSHIMA PLANT AND CHUBU HAMAOKA PLANT TO 
SUSPEND POWER TESTS SOON FOR COOLANT HOLE PLUGGING. POWER 
TESTS TO BE RESUMED DECEMBER. 

4. MITI CONCLUDED THAT PLUGGING IS BEST FIX FOR PREVENTION 
VIBRATION OF IN-CORE INSTRUMENTATION THIMBLES AND AVOIDANCE 
RESULTANT DAMAGE TO FUEL CHANNEL BOXES. 
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